212 


HARYANA GOVT. GAZ ., MAR . 8, 2011 (PHGN . 17 , 1932 SAKA ) 


[ PARTI 


IRRIGATION DEPARTMENT 


The 22nd February , 2011 
No. 17212 -L.-Whereas, the Governor of Haryana is satisfied that the land specified below is needed by the 
Government, at the public expenses, for a public purpose, namely , for construction of “ 1- R Nosuha Minor from 
Kilometre 0.000 to Kilometre 0.490 off taking from Kilometre 2.000 Right of Nosuha Minor in Village Bhagot, 
Tehsil and District Mohindergarh” for which Haryana Government, Irrigation Department, Notification 
No. 4249/2-L , dated 16th April, 2010 under Section 4 of the Land Acquisition Act, 1894 (Act 1 of 1894) has been 
published in Haryana Government Gazette Part- I, dated 4th May, 2010. It is hereby declared that land described in the 
specification below is needed for the above purpose. 

This declaration is made under the provision ofSection 6 of the Land Acquisition Act, 1894 ( Act 1 of 1894 ),for 
information to whom it may concern and under the provision of Section 7 of Land Acquisition Act the District Revenue 
Officer-cum - Land Acquisition Collector,Mohindergarh at Narnaul is hereby directed to take order for the acquisition 
of the said land . 


Plans of the landmay be inspected in the offices of the DistrictRevenue Officer - cum -Land Acquisition Collector, 
Mohindergarh at Narnaul and Executive Engineer, Mohindergarh Canal Water Services Division , Charkhi Dadri on any 
working day . 


Specification 


District 


Tehsil 


Village 


Hadbast 
No. 


Area in 
Kanal Marla 


Rectangle No./Direction/Killa No. 


ܝܚܙ 


2 


3 


4 


5 


6 


A strip of land measuring 490 metres 
in length and varying in width passing : 
through the Rectangle /Khasra /Killa 
Nos. as below . 


Mohindergarh Mohindergarh Bhagot 


06 


4 


13 


28 10 /3Min (0-8 ), 9/1Min ( 0-14 ), 

2 /2Min (0-4 ), 8Min , 5Min (0-4 ) , 
6 / 1Min (0-7) , 6 / 2Min (0-1) 


27 1/1Min (0-2 ), 1/2Min (0-3 ) , 

2Min (0-4 ) , 9 Min ( 0-8 ) , 
10 / 1Min ( 0-6 ), 10 / 2Min (0-3 ), 
8Min (0-0 ) 


Gairmumkin 144Min (1-6 ) , 
1059/1Min ( 0-1) , 163Min ( 0-2 ) 


Total 


13 
Or 0.58 Acre 


Generally lying in the direction from 
West to East as demarcated at site 
and shown in the index plan . 


By order of Governor of Haryana . 


P.C. GARG , 
Superintending Engineer, 
JLN Water Services Circle , Narnaul. 


